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Finest SHEFFIELD steel blades firmly 
fixed in coloured plastic handles. 
Shapes to suit both Engineers and 
Electricians. 


Electricians’ blades are insulated (see 
illustration). 


Your enquiries are invited. 


We shall be pleased to send you full 
details and prices of our complete 
range of STEAD screwdrivers. 





BENN’S ENCYCLOPAEDIA, 195} $47 























NEW ~ range of 

STEAD Screwdrivers 
with unbreakable amber 
handles made in many 
sizes, to suit both 
engineers and electricians. 


ELECTRICIANS 


~~” diameter blades 
in lengths 3” to 10’. 


ENGINEERS 


1” diameter blades 
in lengths 3” to 10’. 


=” diameter blades 
in lengths 24” to 8”. 


2” diameter blades 
in lengths 8’ to 10’. 


We invite your enquiries 
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